PROBLEM SOLVING PRECISION SWITCHES AND CONTROLS 






this... 



The Licon type 16 
“Double-Break” 
Subminiature Switch 

makes 

these... 

Licon type 04 lighted 
pushbutton Switches 



reliable 

The most reliable* panel 
indicators and switches 
you can use . . . 
in a wide selection of 

• projected or 
translucent colors 

• display screens • circuitries 

• mountings • actuations 

• environmental types 
Send for facts catalog and 
list of distributors. 

Request sample/demonstration 
on your letterhead 

*20 million mechanical cycles 


LICON 

DIVISION ILLINOIS TOOL WORKS INC. 
6615 W. IRVING PARK ROAD • CHICAGO, ILLINOIS 60634 




IN CANADA: CANADA ILLINOIS TOOLS LTD. • 67 SCARSDALE ROAD • DON MILLS, ONTARIO, CANADA 





PROBLEM SOLVING PRECISION SWITCHES AND CONTROLS 








MAINTAINED CONTACT 


The most reliable* indicator 
and manual switching 
components you can use . . . 
in a wide selection of 

• all new buttons 

• colors • legends 

• mountings • circuitries 

• solenoid held 

• environment free 
Send for facts catalog and 
list of distributors. 

Request sample/ 
demonstration on your 
letterhead. 

*20 million mechanical cycles 


LICON 


DIVISION ILLINOIS TOOL WORKS INC. 

6615 W. IRVING PARK ROAD . CHICAGO, ILLINOIS 60634 


this... 


Licon type 01 lighted 
pushbutton Switches 

MOMENTARY CONTACT 


Subminiature Switch 

makes 

thasa... 


The Licon type 16 
“Double-Break" 


reliable 



IN CANADA: CANADA ILLINOIS TOOLS LTD. • 67 SCARSDALE ROAD • DON MILLS, ONTARIO, CANADA 









